ILLUSTRATED  PRICE  LIST. 
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J.  ESTEY  &  COMPANY'S 


-M:F0«]R  00’F^YE 


Length,  3  ft.  fi  in.;  Depth,  1  ft.  7  in  :  Height,  2  ft.  II  in, 
Weight,  boxed,  200  lbs. 


Style  r. 

12  Guis. 


One  set  of  Reeds  and  Knee  Swell. 


Style  2,  Two  sets  of  Reeds.  Four  Stops: — Diapasouy 
15  Guis.  Fluie,  /.  Forte,  //.  Forte,  Grand  Organ  {Knee) 
and  Knee  Swell.  # 


AMERICAN  ORGANS.  3 


0WN.:i6<- 


Length,  3  ft,  8 In.;  Depth,  1  ft. 9  in.:  Height,  5  ft.  2 in.  W’t.  boxed, 305 lbs. 


«J-FIYE  0C¥y?YE 


Style  250.  Contains  Two  Complete  Sets  of  Reeds  (or 
9"  Pfi*;  four  sets  of  Reeds  of  two  and  one  halt  Octaves 
^  each),  until  Vox  HuM.^NAvand  Grand  Organ 
(Knee).  Nine  Stops: — Diapason^  Melodia,  Flute,  Viola,  Dolce, 
Dulciana,  Vox  Ilumayia^  /.  Forte,  JI.  Forte.  Grand  Organ 
( Knee )  and  Knee  Swell. 


Style  255.  Same  as  Style  250,  with  Sub-Rass.  Ten 
r-.ife  Stops: — Diapason,  Melodia,  Flute,  Viola, 

ouis.  Dulciana'  Sub-Bass,  Vox  Humana, 

/.  Forte,  IJ.  Forte,  Grand  Organ  ( Kttee)  and  Knee  Swell, 


Style  2<>o»  Same  as  Style  255.  with  Octave  Coupler. 
pfre  Eleven  Stops: — Diapason,  Melodia,  Flute, 
^  ‘  ■  Viola,  Dolce,  Dulciana,  Sub-Bass,  pox  Hu¬ 
mana,  /.  Forte,  II.  Forte,  Hartnonique.  \ 
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J.  ESTEY  &  COMPANY’S 


^3i:FlYM  OCTj^YE  G 


Length,  4  ft.  1  In.;  Depth,  1  ft.  11  In.:  Height,  3  ft.  2M  iu. 

Weight,  boxed,  335  lbs. 

Style  54*  This  Organ  contains  two  full  sets  of  Reeds 
27  Guis.  with  Vox  Humana  and  Gkand  Organ  (Knee). 
Seven  Stops. — Melodia^  Viala,  Dfapason,  F/ufe,  Vox  Humana^ 
I.  Forte f  II.  Forte.  Grand  Organ  {Knee)  ami  Ktiee  Swell. 


Style  55.  This  instrument  has  Eight  Stops,  .similar  to 
34  Glts.  those  in  Style  54,  with  the  addition  of  a  heavy 
Manu.\l  Sub-Bass.  Melodia,  Viola,  Diapason,  Flute,  Suh^ 
Bass,  Vox  Humana,  I.  Forte,  II.  Forte,  Grand  Organ  (Knee) 
ami  Knee  Swell 


AMERICAN  ORGANS. 
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-^^FIVE  OCJf^YE 


length,  3  ft,  lOJi  iQ.;  Depth.  2  ft,  IM  in,;  Height,  S  ft,  9H  In. 
Weight,  boxed,  375  lbs. 

Style  6i,  Contains  Five  Octaves  of  Diapason  Reeds, 
38  Gi'is  ^  Octaves  of  Flute  Reeds,  Two  and  one- 
half  Octaves  of  Vox  Jubilante  Reeds,  Two 
and  one-half  Octaves  of  Violetta  ReedS,  with  Vox  Humana 
and  Grand  Organ  (Knee).  Nine  Stops:— Me^a,  y/olOy 
Violetta y  Diapason^  Flute,  P'ox  Jubilante,  Vox  Humana, 
J.  Forte,  II.  Forte.  Grand  Organ  (Knee)  and  Knee  SwelL 


Style  62*  Designed  expressly  for  use  in  Churches.  Em- 
42  Guis  braces  all  the  features  above  mentioned,  except¬ 
ing  Vox  Hu.mana  and  Violetta,  and  has  in 
addition  the  Harmonique  Coupler  and  Sub-Bass.  Nine 
Stops: — Melodia,  Viola,  Diapason,  Flute,  Vox  Jubilarite,  Sub- 
Bass,  Harmonique  C mtpler,  I.  Forte,  II.  Forte.  Grand  Organ 
i^Knee)  and  Knee  Swell. 


J.  ESTEY  &  COMPANY'S 


->:1:FIYE  OCY^^YE 


Iier!gth,4ft.4J4in.;  Dcfpth,2ft.;  Height, 5  ft.llMiu*  Wt, boxed, S70 lbs. 
Style  505.  Nine  Stops.  Two  and  one-half  Sets  of 
PitTc  Reeds.  Diapaso7t,  Flutey  Vox  yubilanieyMc- 
o  4  uu-s.  lodia,  Viola,  SuFBass,  Vox Hamatux^  lyForte, 
II.  Forle.  Grand  Organ  {Knee)  and  Knee  SweiL 


T EN  Stops.  Same  as 
tion  of  Octave  Coupi-eh 


Elf.ven  Stops.  Tlirce  full  Five  Octave 
Sets  of  Reeds,  with  Vox  Human.\,  Sub-Bass, 
Octave  Couplek  and  Grand  Organ. 
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Length, 4 ft.;  Depth, 2 ft.  1  Min.;  Height, 4 ft. 2 in.  Weight, boxed, 410 lbs. 


Style  1I.|.  Three  and  onc-fifth  Sets  of  Reeds.  Ten’ 
Giiic  Stops:— k’/ola,  l^zcletta.  Diapason. 

Flute^  Vox  yudilante,  Sud-Bass,  Vox  Hn~ 
vzana.  Forte ,  Octave  Coupler,  Grand  Orgazi  ( Knee)  and  Knee 
Swell. 

Tliis  is  tlie  Sample  Instrument,  It  has  all  the 
IMPROVEMENTS.  Its  variety  is  almost  endless.  It  has  the  power 
of  about  Six  Sets  of  Reeds,  and  combines  all  the  qualities  of 
the  styles  previously  describctl.  We  </haHeiijfe  the  World 
to  produce  any  reed  Organ  of  its  sixe  and  price  that  will  bear 
favorable  comparison  t'' 
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OCT^YE  0EG;«N’.3ic^ 
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% 


BrjLCK  WALNUT. 

Length,  4  ft.  614  in. ,  Depth,  2  ft.  m  in. ;  Height,  4  ft.  1*4  in. 
Weight,  boxed,  450  lbs. 

St>le  128.  Three  and  one-fifth  Sets  of  Reeds.  Eleven 
52  Guis.  Stops: — Melodia,  Viola,  Violetta,  Diapason, 

Flute,  Vox  Jubilanie,  Sub-Bass,  Vox  Hutna- 
tia,  /.  Foyte,  II.  Forte,  Harmonique  Coupler,  Grand  Organ. 
{K7tce')  and  Knee  Swell 


AMERICAN  ORGANS. 
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^PJEW  CPOTCEIi 


Length,  4  ft,  7  in. ;  Depth  2  ft.  3  In. ;  Height,  4  ft.  7H  in. 
Weight  boxed,  425  lbs. 


Style  332,  Three  and  one-fiftli  Sets  of  Reeds.  Eleven 

47  Guis.  Stops: — Mchdia,  Violetta,  Diapason,  Vox 
yubilante,  Snb-Betss,  Vox  Humana,  /.  Forte, 
II.  Forte,  Harmonique  Coupler,  Grand  Organ  (^Ktiee)  and 
Kfiee  Swell. 


Specially  designed  for  the  Cliancel  of  Churches  and 
Chapels,  also  for  Masonic  l-odges,  &c.,  so  as  to  allow  the 
Organist  to  face  the  audience  or  congregation  without  being 
hidden  by  the  Instrument. 
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J.  ESTEY  &  COMPANY’S 


->:|:¥iIR  BoriDOII^ 


FIVE  OCTAVES,  BLACK  WALNUT. 

Longth,  4  ft.  6  in-:  Depth,  2  ft.  114  >«•;  Height,  5  ft.  7  iu. 
Weight,  boxed,  500  lbs. 


Slylci  84*  'Three  and  one-fifth  Sets  ot  Reeds.  Eleven 
rn  n  T.o  Stops; — Mclodia,  Viola,  Violetia,  Diapason, 

bU  L*U1S.  Piute,  Vox  ynbilanie,  Sub-Bass,  Vox  Hn- 

tnami,  /.  Forte,  II.  Forte,  Harntonique  Coupler,  Cratui  Organ 
(Knee)  and  Knee  Siuell. 


Style  OT, 

70  Guis. 


Same  as  Style  84,  with  Pipe  Top. 
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FIVE  OCTAVES,  BLACK  WAJ-NUT. 

Length,  -t  ft.  a  in.;  Depth,  2  ft.  7  in.;  Height,  4  fu  3  in. 
Weight,  boxed,  555  lbs. 


Style  85.  Four  and  three-fifths  Sets  of  Reeds.  Four- 
68  Gu:s.  '*'een  Stops:— Melodia,  Viola,  Violetta,  Diapa^ 
son.  Flute.  Vox  Jubilante  {Solo),  Wald  Flute 
(z/t.),  Sub-Bass,  Bourdon  {Solo  r^/t).  Vox  Humana,  I  I  anno- 
ttique  Cojipler,  Wald  Flute  B'orte,  Melodia  Forte,  Flute  Forte, 
Grand  Organ  {K?iec),  Knee  Swell  and  Hand  Side  Blower. 


Designed  for  Churches,  Public  Halls,  &c.  The  most 
powerful  Single  Manual  Organ  made. 
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J.  ESTEY  &  COMPANY’S 


Length,  4  ft.  9  in,;  Depth,  2  it.  9M  in.;  Height,  4  ft.  7  in. 
Weight,  boxed,  700  Ihs. 


Style  87.  Two  Manuals,  SLx  and  onc-fifth  Sets  of  Reeds. 

100  Guis.  Sixteen  Stop.s:  —  I J  iter  Manual — Gainbuy 
Viola,  Violetta,  Delkante,  Flute,  Dulciatui,  Forte 
and  Vox  Humana.  Lower  Manual — SuFBass,  Bourdon, 
Cremona,  Mclodia,  Diapason,  Principal,  Clarionet,  Manual 
Coupler  and  Knee  Siuell.  Composition  Pedal.  Side  Blower. 
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♦>¥W0  PED^l£j5.<- 


Length,  4  ft,  11  in.;  Depth,  2  ft.  9  in.;  Height,  5  ft. 
Weight,  bo.\cd  923  lbs. 


Style  89.  Two  Man'L'als,  Seven  Sets  oi  Reeds.  Six- 
125  Guis.  TEES  Stops: — Upper  Manual— Fw/a, 

Violettay  Delicanie,  Piute,  Dulciami,  Forte  and 
Vox  Htcmana.  Ix)wkr  Manual — Bourdon,  Cremona,  Melodia, 
Diapason,  Principal,  Clarionet,  Manual  Coupler,  Pedal  Bass, 
Pedal  Coupler,  Foot  Swell,  Knee  Swell,  Composition  Pedal, 
Side  Blower, 
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J.  ESTEY  &  COMPANY'S 


Height,  4  ft.  6H  Jn.t  Length,  4  ft.  2  in.;  Depth,  2  ft.  T  in. 
Weight,  boxed,  66a  lbs. 


Style  122,  One  Manual  and  Pedals.  Four  Sets  of 
70  Guis  Reeds.  Eleven  Stops  \—Mehdia,  Diafiason, 
^  '  Viola,  Flufe,  Violeila  (So/t  .4  y?.  Bass),  Vox 

jubilante  (Solo),  Octave  Coupler,  -Vox  Hjtmana,  1.  Forte,  IT. 
loric.  Pedal  Bass  (30  notes,  CCC  to  F),  Pedxl  Coupler,  Pedal 
Swell,  Foot  Swell,  Grand  Orgari  and  Knee  Swell.  Hand  Side 
Blower.  Organ  Stool. 


The  above  has  been  produced  in  deference  to  the  very 
general  wish  for  a  Pedal  Organ  on  which  to  practice  legitimate 
Organ  Music  at  home.  Special  attention  is  invited  to  the  Pedal 
Clavier  of  complete  compass— 30  note.s. 
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-^cKGDDING 


Length,  3  ft.  7  in.;  Depth,  1  ft.  IIH  in.;  Height,  3  ft.  2Ji  In. 
Weight,  boxed,  360  lbs. 


Stj'le  200*  The  Acclimatizf'd  Or^an  now  introduced 
52  Guis.  designed  for  Tropical  climates  and  countries 

where  extremes  of  heat  and  moisture,  Ute  dry 
^ason  ^d  other  conditions  must  be  provided  for,  and  with  its 
Hermetic  Folding  Case,  is  so  constructed  that  climatic  changes 
will  not  affect  iL  Waterproof  glue  with  brass  pins  and  .screws  are 
used  where  common  glue  is  sufficient  in  other  Organs,  and  no 
meial  except  brass  is  exposed  to  the  action  of  the  weather.  The 
action  and  Reeds  correspond  with  Style  Et.kven  Stops: — 
Melodia,  Diapason,  Fiola,  Flute,  Violetta,  Vox  yubilante,  Sub~ 
Bass,  Vox  Humana,  Hamionique  Coupi^,  I,  Forte,  If.  Forte. 
Gravid  Organ  {Knee)  and  Knee  Swell. 


TRAVELLING  ORGAN. 

Style  20 1 •  Especially  for  Travelling  Troupes,  and  prob- 

47  Guis  ””  -similar  instrument  in  the  work!  will 

.  '  stand  so  well  the  wear  and  tear  and  the  excep¬ 

tionally  rough  usage  to  which  it  is  exposed.  Ver>'  strong  .and  cortT 
pact  throughout.  The  action  same  as  Style  114.  Eleven  Stops. 
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J.  ESTEY  &  COMPANY'S 


•^¥W0  Pipe  ¥0P.<' 


These  noble  Organs  correspond  in  eve^'  particular  wath  Styles 
87  and  89,  and  have,  in  addition,  an  imposing  Pipe  Top, 
For  elegant  appearance,  and  quality  and  power  of  tone,  they  have 
KO  EQUAL,  'i’hc  Pipes  are  richly  embellished,  the  ornaments 
tire  dcfdy  carved,  and  the  case  is  of  Solid  Black  WalnuL 


